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WWI NUMBERS 


■ 


GENERAL 


BLOCK DIAGRAMS - 


GRAPHS 


59 , 996 - 62,099 

37 , 000 - 37,499 
47 , 000 - 47 , 199 

38 , 000 - 38,999 

48 , 000 - 46,699 


k 

J ' , 

HI 

























DRAWING NUMBERING SYSTEM USED AT 
M. I.T. LINCOLN LABORATORY DIV. 6 (LEX.) 


CLASSIFICATION 


GENERAL DRAWINGS AND SKETCHES 

BLOCK DIACRAMS 

LAYOUTS 

GRAPHS 

SKETCHES 

TUBE CHARACTERISTICS 

BUILDING 32: 

PROJECT 2469 
PROJECT 2469 
PROJECT 6469(HYDRAULIC) 

VIDEO CABLING MASTER SCHEDULES 

PANEL VIDEO CABLING SCHEDULES > 
3YLVANIA 


PREVIOUS NEW 

ASSIGNED NUMBER 

NUMBERS _ SERIES _ 

30,000-36,999 50,000 - 

37,000-37,499 47,000-47,999 

37,500-37,999 NONE REQUIRED 

38,000-38,999 48,000-49,999 

39,000-40,399 NO LONGER IN SEPERATE SERIES 

40,400-40,999 NONE REQUIRED 


41,000-41,133 
41,500-4 1,999 
42,000-42,083 


NONE REQUIRED 


42,100-43,599 NONE REQUIRED 


43,600-43,999 NONE REQUIRED 


PANEL VIDEO CABLING SCHEDULESSMIT 44,000 - 44,399 NONE REQUIRED 


PROJECT 6673 DRAWINGS 


45,000 -46,999 NONE REQUIRED 


APPROVED FOR PUBLIC RELEASE. CASE 06-110 


. 









































